From: 

Piro, Peter (DPH) 

Sent: 

Friday, November 04, 2011 9:19 AM 

To: 

Servizio, Paul (DPH); Clemmer, Jill (DPH) 

Cc: 

Nassif, Julianne (DPH) 

Subject: 

Tampering Concentations for LC 


Morphine Sulfate Inj has concentration stated as 5 mg/ml, without mention of being morphine or morphine sulfate- safe to 
assume its morphine sulfate 

Fentanyl Citrate Inj has concentration stated as 50 ug/ml Fentanyl 

‘Midazolam HCL inj. has concentration stated as “Midazolam 5 mg/ml as the hydrochloride” 

‘Lorazepam inj has concentration stated as 2 mg/ml, appears to be the base form. No mention of any salt form on the top 
of the label or in the concentration section. 


Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South] Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Piro@state.ma.us 
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